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PM AMEMBASSY WELLINGTON 

TO SECSTATE WASHDC 9258 

INPO AMEMBASSY CANBERRA 

SECDEF 

CNO 

CINCPAC 

CINCPACFLT 

CONFIDENTIAL WELLINGTON 0509 

CINCPAC ALSO POR POLAD 

EO 1 1652: GDS 
TAGS: MARR NZ US 

SUBJECT: NPW REACTOR INCIDENT LIABILITY 

REFS: A) STATE 041398 B) WELLINGTON 506 (NOTAL) 

EMBASSY PREPARING AIDE MEMOIRE AND AMBASSADOR WILL TAKE UP 
QUESTION OP NPW VISITS TO NEW ZEALAND WITH PRIME MINISTER 
ROWLING AS SOON AS POSSIBLE ALTER ROWLING'S MARCH 6 RETURN 
PROM EUROPEAN TRIP. IN THE MEANTIME, ROWLING'S STOPOVER 
IN HONOLULU WILL GIVE CINCPAC EXCELLENT OPPORTUNITY TO 
BRIBE HIM ON PACIPIC SECURITY PROBLEMS IN GENERAL AND 
NEED POR NPW VISITS IN PARTICULAR. 
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